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INFO OCT-01 10-10 ISO-OO ACDA-10 CIAE-00 INR-07 L-02 

NSAE-00 NSC-05 FEA-01 ( ISO ) W 

031821 

R 241449Z FEB 75 
FM USMISSION IAEA VIENNA 
TO SECSTATE WASHDC 5527 
INFO AEC GERMANTOWN 

UNCLAS IAEA VIENNA 1570 

E.O. 11652: N/A 

TAGS: AORG, OCON, IAEA 

SUBJECT: IAEA SYMPOSIUM ON STATUS OF RESEARCH AND DEVELOP- 
MENT IN USE OF HIGH-LEVEL RADIATION FOR TREAT- 
MENT OF DOMESTIC SEWAGE, INDUSTRIAL WASTE WATER 
AND WATER RESOURCES, MUNICH, MARCH 17-21, 1975. 

1. MISSION HAS RECEIEVED LETTER FROM AGENCY TO DR. DAVID S. 
BALLANTINE, ERDA, TO SERVE AS CONSULTANT FOR THREE DAYS 
EITHER IMMEDIATELY BEFORE OR AFTER SUBJECT SYMPOSIUM TO 
ADVISE ON DEVELOPMENT PROGRAM INVOLVING USE OF LARGE 
RADIATION SOURCES FOR CHEMICAL PROCESSING AND ALSO TO 
PRESENT PAPER AT SUBJECT SYMPOSIUM. AGENCY PREPARED 
COVER ROUND TRIP TRAVEL PLUS SUBSISTENCE ALLOWANCE OF 
$45 FOR EACH NIGHT IN VIENNA OR MUNICH FOR PURPOSE OF 
ASSIGNMENT. 

2. LETTER POUCHED AMMONS :ERDA FOR FORWARDING. ADVISE.TAPE 
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